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ACTION EB-07 

INTO OCT-OI CIAE-00 COME-00 DODE-00 NSAE-00 USIE-00 
SSO-00 TRSE-00 EUR-12 ERDA-05 ISO-00 /025 W 

23I326Z 005492/46 

O23I3I0ZMAY 77 

PM USMISSION OECD PARIS 

TO SECSTATE WASH DC IMMEDIATE 6759 

CONPIDENTIAL OECD PARIS 15063 

EXCON 

E.O. 1 1652: XGDSI 

TAGS: ESTC, COCOM, HU, UK 

SUBJ: UK AUTOMATIC TEST SYSTEM POR PRINTED CIRCUIT 
BOARDS TO HUNGARY, IE 1355 AND 1565 

REF: COCOM DOC (77) 371 

1. URGENCY PROCEDURE: AUTOMATIC TEST SYSTEM MB 2420 
TO BUDAPEST RADIOTECHNIKA, GYOR, POLGOV 8-10, BUDAPEST 
TO TEST PRINTED CIRCUIT BOARDS BEFORE ASSEMBLY INTO 
RADIOS, TAPE MACHINES, GRAMOPHONES AND RECORDERS. 

VALUE $214,965. 

2. EQUIPMENT INCORPORATES A MINI NOVA 2 COMPUTER 
2/10 WITH A DATA TRANSPER RATE OP 15.9 BITS/SEC (SEE 
COCOM DOC (77) 178). DATA SHEETS POUCHED 5/20. 

3. URGENCY PROCEDURE INVOKED AS ORDER WILL BE LOST IP 
EQUIPMENT NOT SHIPPED BY MAY 27. CASE SCHEDULED POR 
COCOM MEETING 5/24. 

4. ACTION REQUESTED: INSTRUCTIONS NO LATER THAN MAY 
26. 

KATZ 
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